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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 04427 091023Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 NRC-07 ERDA-07 ACDA-10 
CIAE-00 INR-07 NSAE-00 /051 W 

091205Z 129749/40 

R 09073 1ZJUN 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 7793 
USDOC WASHDC 
INFO AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 
AMCONSUL ADANA 
AMMCONSUL ISTANBUL 3856 
AMCONSUL IZMIR 

UNCLAS ANKARA 4427 

ATHENS FOR RTDC 

E.O. 11652: NA 

TAGS: BEXP, BENC, GNRG, MNVC, TECH.TU 

SUBJECT: MAJOR PROJECT: TURKISH NUCLEAR POWER PLANT 

1 . TEK (TURKISH ELECTRICITY AUTHORITY) HAS INVITED INTERESTED 
FIRMS TO BID FOR SUPPLY OF: 

(A) NUCLEAR FUEL RAW MATERIALS 

(B) CONVERSION SERVICES 

(C) BENEFICIATION SERVICES 

FOR ITS 600 MW AKKAYA NUCLEAR POWER PLANT. 

2. SPECIFICATIONS IN ENGLISH MAY BE OBTAINED FROM: 

TURKIYE ELEKTRIK KURUMU 

NII KL F.F.R ENERJI ETUD PROJE VE TESIS DAIRESI BASKANLIGI 
NECATIBEY CADDESI 34/5 
YENISEHIR - ANKARA-TURKEY 

AGAINST TL 1 100.00 (TL 17.50 EQUALS US $1.00). DEADLINE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 04427 091023Z 

IS AUGUST 9, 1977, 3:00 PM LOCAL TIME. 
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Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 
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Expiration: 
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